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In a discussion with Preston Leake, it was 
y> evident that the industry lawyers want CO data from TITL 
as soon as possible. Further, the Philip Morris machine 
which was sent to TITL laboratory is not working. 

Problems exist with the pumps, the IR cells, and untried 
and incomplete computer programs. y • . 

■' In order to circumvent the situation, American 

Tobacco Company sent their machine to TITL on January 21, 

i 1981. Prior to leaving the laboratory, it was tested in 

the presence of Dr. Steele and found to be in working 

condition. It is hoped that it can be installed quickly 
and put in working order immediately. 









It is anticipated that Pillsbury will complete 
the FTC smoking and issue CO numbers by the end of . 

February. If the American Tobacco Company machine works - . ; .'//L: • 

: immediately , Steele cannot complete a corresponding . 

(to FTC) CO analysis before the end of March. Thus, the • C: :ih.-V'yV. 

■ tobacco companies have been requested to designate five •/ . ^ 

V, or six of their own brands which they want run first at ' 

? • y TITL. Tl y : . .. .V ., > 

This information has been made known to 
Mr. McDowell by the writer and as soon as a reply is ■■r-'-- .'<■ >- 

^ obtained contact will be made with TITL to transmit our 

request. •' , v *>..yy.>, ,;'yy* • 




































